To:  Eppler,  David[Eppler.David@epa.gov] 

From:  Martin,  John 

Sent:  Thur  8/13/2015  9:16:07  PM 

Subject:  FW:  HASP  for  Gold  King  Mine  Spill 

Certification  Paqe.doc 

FINAL  Water  Team  JHA  Unknown  Contaminant  Response  3-22-1 2.docx 

OSC  2015.pdf 


John  J.  Martin 

Federal  On-Scene  Coordinator 

(OSC) 

1445  Ross  Ave  (6SF-PE) 
Dallas,  Texas  75202 


214.665.6748  * fax  214.665.2278 


From:  Gomez,  Kendra 

Sent:  Thursday,  August  13,  2015  4:09  PM 

To:  Eppler,  David 

Cc:  Martin,  John 

Subject:  FW:  FIASP  for  Gold  King  Mine  Spill 


From:  Gomez,  Kendra 


4002477 


ED  000552D  00015368-00001 


Sent:  Monday,  August  10,  2015  10:53  AM 

To:  Martin,  John;  Foster,  Althea;  Shewmake,  Kenneth 

Subject:  RE:  FIASP  for  Gold  King  Mine  Spill 


No.  The  RPM  JHA  is  completely  different  than  the  OSC  JHA  and  the  Water  Team  JHAs.  There 
needs  to  be  a separate  signature  page  for  those  deploying  in  support  of  Gold  King  Mine  Spill. 
Please  see  attached. 


A JHA  for  the  Water  Team  and  the  OSCs  need  to  be  attached.  The  have  a JHA  for  unknown 
contaminants,  that  I have  attached. 


Kendra  C.  Gomez 

Kendra  C.  Gomez 

R6  Health  & Safety  Manager 

1445  Ross  Ave,  Ste  1200 

6MD-00 

Dallas,  TX  75202 

Work:  (214)  665-7225 

Cell:  (214)205-7643 


From:  Martin,  John 

Sent:  Monday,  August  10,  2015  10:26  AM 

To:  Gomez,  Kendra;  Foster,  Althea;  Shewmake,  Kenneth 

Subject:  RE:  HASP  for  Gold  King  Mine  Spill 


4002477 


ED  000552D  00015368-00002 


I wanted  Kenneth  to  add  a signature  page  and  he  put  the  RPM  jha.  Is  that  the  same  as  the  OSC 
jha  and  water  jha? 

Sent  from  my  Windows  Phone 


From:  Gomez.  Kendra 

Sent:  8/10/2015  9:52  AM 

To:  Loesel.  Matthew:  Foster.  Althea:  Martin.  John 
Cc:  Shewmake.  Kenneth 

Subject:  RE:  HASP  for  Gold  King  Mine  Spill 

Thank  you.  It  looks  good.  We  need  to  make  sure  employees  who  deploy  sign  it  and 
acknowledge  that  they  read  it. 


I know  Mark  Hayes  has  deployed,  but  has  anyone  else  deployed?  The  Water  Team?  Please 
ensure  that  anyone  who  deploys  comes  through  the  H&S  Office  prior  to  deploying  so  that  we 
can  ensure  they  meet  their  H&S  requirements. 


Kendra  C.  Gomez 

Kendra  C.  Gomez 

R6  Health  & Safety  Manager 

1445  Ross  Ave,  Ste  1200 

6MD-00 

Dallas,  TX  75202 

Work:  (214)  665-7225 

Cell:  (214)205-7643 


4002477 


ED  000552D  00015368-00003 


From:  Loesel,  Matthew 

Sent:  Sunday,  August  09,  2015  2:18  PM 

To:  Gomez,  Kendra;  Foster,  Althea;  Martin,  John 

Cc:  Shewmake,  Kenneth 

Subject:  HASP  for  Gold  King  Mine  Spill 


Please  see  attached 


Matt  Loesel 
US  EPA  Region  6 

RCRA  Data  and  Training  Coordinator 
214-665-8544 


4002477 


ED  000552D  00015368-00004 


